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Dynamic Life Derma Roller 0.5mm 
with 540 Micro Needles for Hair 
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Introduction: 


The Dynamic Life Derma Roller 0.5mm 
contains 540 micro needles to stimulate 


collagen production and promote healthier 
hair growth and facial skin therapy. With its 
small size, the Derma Roller can reach areas 
hard to access with other treatments, 
providing optimal coverage for firmer and 
more youthful looking skin. 


Dynamic Life Derma Roller 0.5mm with 540 
Micro Needle for Hair Growth and Facial Skin 
Therapy] Skin Care Beauty Tool for Anti-Aging 
Skin Repair, Anti Wrinkles Stretch, and Acne 
Scars Removal for Men and Women 


Elevate your skincare routine with the 


Dynamic Life Derma Roller 0.5mm 


featuring 540 Micro Needles designed 


for hair rejuvenation. 


Micro-Needling Innovation 


Experience the power of micro-needling 
for enhancing hair health and 


promoting revitalized growth. 


Efficient Needle Design 


With 540 fine needles, this derma roller 
stimulates the scalp for improved blood 


circulation. 


Active Follicle Stimulation 


The roller triggers the hair follicles, 
promoting the natural regrowth process 


for healthier, stronger hair. 


Versatile Application 


This roller can be used on various areas 
of the scalp, ensuring comprehensive 


hair rejuvenation. 


Enhanced Absorption 


It aids in the better absorption of hair 
growth products, maximizing their 


effectiveness. 


Comfortable Usage 


Crafted for user comfort, the derma 
roller ensures a painless and easy 


application experience. 


Portable and Convenient 


Its compact design allows for easy 
storage and usage, fitting seamlessly 


into your skincare routine. 


Unlock the potential of your hair's 
vitality with the Dynamic Life Derma 
Roller 0.5mm, the perfect companion for 


hair rejuvenation and healthier scalp. 


